Straight Key Parts List 07/15/2019 


Part Part Price 


Price Qty Amount 


Order 


HK-1 4000 |Finger Piece-Red (Del) 9.00 HK-33 | 8012 | Binding Post Collar 4.00 
HK-1a 4002 |Finger Piece Blk (Std) 9.00 HK-34 | 8024 | Binding post collar screw 1.50 
HK-2 4004 |Finger Stop Piece-Red (Del) 7.00 HK-35 | 8020 |Rubber Feet (each) 2.00 
HK-2a | 4004a |Finger Stop Piece Blk (Std) 7.00 HK-36 | 8021 | Rubber Foot Screw 1.50 
HK-5 10001 |Contact Post 8.00 HK-40 | 7005 | Chrome Base Deluxe 70.00 
HK-6 10000 |Stop Post 8.00 HK-41 | 7000 | Black Base (Std) 45.00 
HK-7 4008 |Contact Slide 4.00 HK-43 | 8001 | 3 1/2" Contact Strip 3.00 
HK-8 4009 |Contact Point (See Note #2) 5.00 HK-44 | 8007 | 3 1/2 Insulation strip 3.00 
HK-10 | 10003 |Lever Bar 30.00 HK-45 | 8023 | Contact Strip Screw 1.50 
HK-11 | 10007 |Trunion Pin 6.00 HK-46 | 8040 | Insulation Strip Screw 1.50 
HK-12 4013 |Contact Slide Washer 1.00 
HK-13 | 10010 |Contact Slide Screw 1.50 
HK-17 4007 |Spring Tension Nut 4.00 HK-A 408.1 Dot/Dash contact slide 9.00 
HK-18 | 10008 |Lever Bar Spring 4.00 Includes HK-7 & HK-8 
HK-19 1013 |Lock Nut 4.00 103 Contact Post Assembly 13.00 
Includes HK-5 & HK-8 
HK-20 | 10009 |Lever Set Screw 1.50 HK-B 104 Complete Lever Bar 38.00 
HK-22 8035 |Nylon Insulator 1.50 Includes HK-10 & 11 
HK-24 1011 |Lever Stop Screw 4.00 CP2 Cord & Plug 9.95 
HK-26 8018 |Red Decorative Top Piece 5.00 Subtotal 
HK-25 | 10002 |Mainframe 40.00 
HK-30 1001 |Trunion screw 5.00 Shipping and Handling (See Note #5) 
HK-31 8026 |Mainframe screw 1.50 
HK-32 8011 |Binding Post Nut 4.00 Total Amount Enclosed 


ORDERING INFORMATION 


(Call) (Date) 
(Name) (Street) 
(Telephone) (City) (State) (Zip) 
HOW PAID: ($15.00 minimum on credit cards) 
Check/Money Order 
Credit Card (Visa, Mastercard, AmEx) Card #: 


Exp. Date: 
(Signature) 
(Email Address) 


NOTES: 

. Please supply the complete street address and zip code. No delivery can be made to a Post Office Box Address. 

. If you need new contacts, please refer to the Contact Replacement Service at www.vibroplex.com 

. Please be sure that the form is legible and completely filled out. We cannot process orders that we cannot read. 

. If possible, include a day time phone number where you can be reached. Should a problem occur we can contact you. 
. Small parts minimum for USA shipping is $4.08, Canada $10.05, international $13.82 


ar wh — 


FILE: HANDKEY.XLS 


THANKS FOR YOUR ORDER 


VIBROPLEX 
1001 N. BROADWAY. KNOXVILLE, TN 37917 USA 
(865) 309-5073 vibroplex@vibroplex.com 


